136    DOCKETED ITEMS

9203110020 Forwards listing of NRC proposed corrections to transcripts for 920211-14
& 18-21 hearing sesssions.per ASLB 920224 order (memorializing scheduling
directivesJ.W/Certificate of Svc.

HOLLER.E. Office of the General Counsel (Post 860701). #192 12668. 92/03/06.
BOLLWERK.G.P., MORRIS.PA, CARPENTER.J.H. Atomic Safety & Licensing Board
Panel. 7pp. 60849:264-60849:270.

H. General correspondence

9203190113 Comment in total agreement w/NUMARC comments on 10CFR51 re "En-
viron Review for Renewal of OLs."

WOODARD.J.D. Southern Nuclear Operating Co. 92/03/13. CHILK.S.J. Office of the
Secretary of the Commission. 1p. 60959:330-60959:330.

9203250290 Advises that WCAP-13138, "Steam Generator Tube/Tube Support Plate
Elevation Alternate Plugging Criterion Summary," will be withheld from public
disciosure.per 920109 request.

HOFFMAN.S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 2pp. 61086:064-61086:065.

9203300110 Responds to 910822 Itr containing appeal from imposition of compliance
backfit re staff work schedules at facilities. Backfit need not be implemented until
NRC completes generic review per Generic Ltr 82-12.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
25. HAIRSTON.W.G. Saxton Nuclear Experimental Corp. 3pp. 61165:021-61165:023.

Q. Inspection reports, IE Bulletins & correspondence

J. Insurance & Indemnity information

9203300364 Submits verification of property insurance coverage as of 920401,per
10CFR50.54w(3).

WOODARD.J.D. Southern Nuclear Operating Co. 92/03/25. Document Control Branch
(Document Control Desk}. 1p. 61199:001-61199:001.

P. Operating license stage documents & correspondence

9102280117 Application for amend to Licenses NPF-2 & NPF-8,revising Tech Specs re
alternate plugging criteria.Nonproprietary WCAP-12872,Rev 2 & proprietary WCAP-
12871,Rev 2, "JM Farley ...Plugging Criteria..." encl.WCAP-12871,Rev 2 withheld.
HAIRSTON.W.G. Alabama Power Co. 91 /02/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 61072:001-61073:092.

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR5Q.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of vaive misposi-
tioning in BWRs.

PARTLOW.J.G, Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040134 Application for amends to Licenses NPF-2 & NPF-8,changing TSs to
modify thimble location required for determining quadrant power tilt ratio when one
excore power range channel inoperable.

WOODARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch
(Document Control Desk). 2pp. 60802:203-60802:217.

-9203040136 Proposed Tech Specs modifying thimble locations required for determin-
ing quadrant power tilt ratio when one excore power range channel inoperable.

*  Southern Nuclear Operating Co. 92/02/28. 13pp. 60802:205-60802:217.

9203040141 Forwards nonproprietary Rev 2 to WCAP-12614 & proprietary Rev 2 to
WCAP-12613, "RTD Bypass Elimination Licensing Rept," Table 2.1-1.Rept withheld.
WOQDARD.J.D. Southern Nuclear Operating Co. 92/02/28. Document Control Branch
(Document Control Desk). 1p. 60851:030-60851:033,

-9203040151 Advises that Table 2.1*1 of Rev 2 to WCAP-12613, "RTD Bypass Elimina-
tion Licensing Rept for JM Farley Nuclear Plant,Units 1 & 2," can be released to
public.Identifies proprietary info of subj rept

DIPIAZZA.R.P. Westinghouse Electric Corp. 92/02/22. SEMIEN.M.P. Office of the
General Counsel (Post 860701). 1p. 60851:031-60851:031.

-9203040155 Nonproprietary Rev 2 to "RTD Bypass Elimination for Licensing Rept for
JM Farley Nuclear Plant,Units 1 & 2," Table 2.1-1 (Replacement Page 15).

*   Westinghouse   Electric   Corp.   WCAP-12614   RQ2.   92/02/28.   2pp.   60851:032-
60851:033.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanaiyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411), 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203250145 Forwards amend 92 & 85 to licenses NPF-2 & NPF-8 respectively & safety
evaluation.Amends change TS to allow use of Vantage-5 fuel assemblies in both units
& removal of RTD bypass manifold sys in unit 2.

HOFFMAN.S.T. Project Directorate 11-1. 92/03/11. HAIRSTON.W.G. Southern Nuclear
Operating Co. 4pp. 61086:071-61086:161.

-9203250158 Amends 92 & 85 to licenses NPF-2 & NPF-8,changing TS to allow use of
Vantage-5 fuel assemblies in both units & removal of RTD bypass manifold sys in unit

ADENSAM.E.G. Project Directorate 11-1. 92/03/11. 64pp. 61086:075-61086:137.

-9203250176 Safety evaluation supporting amends 92 & 85 to licenses NPF-2 & NPF-8.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 24pp.
61086:138-61086:161.

9203200249 Trip rept of 911119-22 visit to plant re bolting audit to gain info as part of
closeout of generic safety issue 29, "Bolting Degradation or Failure in Nuclear Power
Plants." Rept contains recommendations for consideration.

HOFFMAN.S.T. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclear
Operating Co. 6pp. 60991:110-60991:115.

9203240389 Advises that WCAP-13221, "Steam Generator Tube Alternate Plugging Cri-
teria Presentation Matls," will be withheld from public disciosure.per 920214 request.
HOFFMAN.S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA.R.R Westinghouse Elec-
tric Corp. 3pp. 61068:217-61068:219.

9203030073 Forwards insp repts 50-348/92-02 & 50-364/92-02 on 920101-31.No viola-
tions or deviations noted.

VERRELLI.D.M. Region 2 (Post 820201). 92/02/10. HAIRSTON.W.G. Southern Nucle-
ar Operating Co. 3pp. 60753:263-60753:274.

-9203030079 Insp repts 50-348/92-02 & 50-364/92-02 on 920101-31 .No violations
noted.Major areas inspected.-operational safety verification.monthly surveillance &
maint observation & LERs.

MAXWELL.G.F., MORGAN.MJ., WRIGHT.R.W. Region 2 (Post 820201). 92/02/10.
9pp. 60753:266-60753:274.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York. Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017. "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018. "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203120274 Responds to violations noted in Insp Repts 50-348/92-01 & 50-364/92-01
on 920106-10.Corrective actions:boxes noted as concern individually tagged listing ra-
diation levels & contents.

WOODARD.J.D. Southern Nuclear Operating Co. 92/03/06. Document Control Branch
(Document Control Desk). 3pp. 60925:293-60925:295.

9203190293 Forwards safety evaluation re second 10 yr interval inservice insp relief
requests.NRC concludes alternative exams acceptable or relief may be granted from
code requirements impractical to perform.

ADENSAM.EG. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclear
Operating Co. 3pp. 60982:331-60982:342.

-9203190301 Safety evaluation approving relief re second 10 yr interval inservice insp
requests for plant.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/13. 9pp.
60982:335-60982:342.

9203310071 Forwards insp repts 50-348/92-06 & 50-364/92-06 on 920224-28.No viola-
tions noted.

COLLINS.D.M. Region 2 (Post 820201). 92/03/24. HAIRSTON.W.G. Southern Nuclear
Operating Co. 3pp. 61126:169-61126:173.

-9203310075 Partially withheld insp repts 50-348/92-06 & 50-364/92-06 on 920224-28
(ref10CFR73.21).No violations noted.Major areas inspected:physical security program
,_.,.. JS--------. _.:-----^ -------^ pr0gram p|an & audit & testjng 4 maint

, MCGUIRE.D.R. Region 2 (Post 820201). 92/03/19. 2pp.

including mgt support, security program plan & audit & testing & maint.
THOMPSON.D., flLLMAN.A., r~*--------------    "     - "    ------------   -

61126:172-61126:173.

R. Periodic operating reports & related correspondence

9203230283 "JM Farley Nuclear Plant 10CFR50.59 Annual Rept." W/920320 Itr.
WOODARD.J.D.  Southern  Nuclear Operating  Co.  91/12/31.   150pp.  61104:026-
61104:145.

acilities."
